ft  \VM 


URBAN  DISTRICT  COUNCIL  OF 
BENTLEY-WITH-ARKSEY 


ANNUAL  REPORTS 

for  1965  and  1966 

of  the 


Chief  Public  Health  Inspector 

by 

LEWIS  HAY 
M.R.S.H.,  M.A.P.H.L 


URBAN  DISTRICT  COUNCIL  OF 
BENTLEY- WITH-ARKSEY 


ANNUAL  REPORTS 
of  the 

CHIEF  PUBLIC  HEALTH  INSPECTOR 


Public  Health  Department, 

Council  Offices, 

Bentley, 

Nr.  Doncaster. 

September,  1967 

To  THE  Chairman  and  Members  of  the  Council 

Mr.  Chairman,  Lady  and  Gentlemen, 

It  is  with  pleasure  that  I submit  this  report  on  the  work  of 
the  department  for  the  years  1965  and  1966. 

Unfortunately,  the  number  of  inspections  during  this  period 
was  not  maintained  due,  in  part,  to  staff  depletion  and  also  be- 
cause of  the  time  required  for  inspections  under  the  Offices,  Shops 
and  Railway  Premises  Act,  1963.  It  will  be  observed  from  the  text 
of  the  report  that  at  least  twenty-one  separate  matters  have  to  be 
investigated  in  every  case.  In  addition,  a special  survey  of  lighting 
standards  in  these  premises  was  carried  out  during  the  last  three 
months  of  1965. 

The  amount  of  work  carried  out  on  housing  improvements 
increased  considerably  in  1965  when  115  houses  were  improved 
with  £7,242  paid  in  grants.  There  was  a lull  in  1966  when  58  houses 
were  improved  at  a cost  of  £1,857  in  grants. 

During  1966,  two  improvement  areas  were  declared  at  Toll 
Bar  and  a Compulsory  Purchase  Order  for  the  clearance  of  Ain- 
thorpe  Road,  Toll  Bar,  was  made  and  confirmed. 

The  work  of  the  department  increases  every  year  and,  in 
consequence,  it  is  impossible  to  give  as  complete  a control  over 
environmental  hygiene  matters  as  is  considered  satisfactory. 
Concentration  on  any  particular  facet  is  at  the  expense  of  another. 

My  thanks  are  due  to  Dr.  Ferguson  for  his  unstinting  co- 
operation and  helpfulness  and  to  the  staff  for  the  manner  in  which 
they  have  served  the  department  and  the  community. 

I am,  Lady  and  Gentlemen, 

Your  obedient  servant, 

LEWIS  HAY, 

Chief  Public  Health  Inspector. 
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PUBLIC  HEALTH  STAFF 


Medical  Officer  of  Health 

J.  FERGUSON,  M.B.,  Ch.B.,  D.P.H. 

Chief  Public  Health  Inspector 

L.  HAY,  M.R.S.H.,  M.A.P.H.L 

Certificate  to  the  Public  Health  Inspectors’  Joint  Board 

Meat  and  Food  Inspector’s  Certificate 

Smoke  Inspector’s  Certificate 

Deputy  Chief  Public  Health  Inspector 

A.  E.  HOLDSWORTH,  M.A.P.H.L,  C.R.S.H. 

Certificate  of  the  Public  Health  Inspectors’  Joint  Board 
Meat  and  Food  Inspector’s  Certificate 
Smoke  Inspector’s  Certificate 

Additional  Public  Health  Inspector 

A.  G.  ORME,  M.A.P.H.L,  C.R.S.H.  (Resigned  May,  1965) 
Certificate  of  the  Public  Health  Inspectors’  Joint  Board 
Meat  and  Food  Inspector’s  Certificate 
Smoke  Inspector’s  Certificate 

J.  R.  CARTER,  M.A.P.H.L  (Appointed  August,  1965) 
Diploma  of  the  Public  Health  Inspectors’  Education  Board 

Student  Public  Health  Inspector 

J.  R.  CARTER  (Qualified  June,  1965) 

J.  M.  KROPACZ  (Appointed  September,  1965) 

Chief  Clerk 

J.  WRIGHT  (Mrs.) 

Clerk 

J.  C.  MOORE  (Miss) 


PUBLIC  HEALTH  INSPECTIONS  OF  THE  AREA 


General 

Area  of  District  . . 4,956  acres 

Population  (1966)  23,510 

1965 

1966 

No.  of  visits  made 

7,654 

7,688 

No.  of  complaints  received 

658 

632 

No.  of  complaints  confirmed  . . 

646 

626 

No.  of  verbal  notices  . . 

431 

555 

No.  of  informal  notices 

145 

139 

No.  of  statutory  notices 

7 

26 

No.  of  letters  and  notices  from  1965  . . 

No.  of  letters  and  notices  outstanding,  31st 

121 

127 

December,  1966 

127 

141 

No.  of  matters  referred  to  Surveyor  . . 

174 

182 

2 


1965 

1966 

Summary  of  Visits 

Accumulations  . . 

21 

22 

Animal  Keeping . . 

36 

36 

Atmospheric  Pollution : — 

Inspections  . . 

9 

6 

Deposit  Stations  . . 

41 

73 

Smoke  Observations 

13 

4 

Colliery  Spoilbank  and  Tips 

3 

— 

Caravans 

774 

392 

Caravan  Sites 

175 

156 

Drainage  and  Testing  . . 

235 

238 

Factories 

105 

39 

Food  Premises: — 

Bakehouses . . 

9 

7 

Canteens  and  Kitchens — 

Industrial 

35 

25 

Schools 

12 

11 

Clubs  and  Licensed  Premises 

47 

43 

Dairies  and  Milk  Shops  . . 

25 

13 

Fish  Friers  . . 

18 

25 

Food  Preparing  Premises  . . 

60 

26 

Food'  Shops 

296 

204 

Food  Vans  . . 

34 

16 

Food  Hawkers’  Premises  . . 

— 

7 

Ice  Cream  and  Lollipop  Premises 

48 

58 

Milk  Distributors  . . 

54 

41 

Meat  Inspection 

243 

247 

Other  Food  Inspection 

23 

14 

Restaurants . . 

3 

14 

Slaughterhouses  and  Lairages 
Hairdressers’  Premises  . . 

258 

250 

54 

35 

Houses : — 

Disinfection 

7 

2 

Disinfestation 

2 

19 

Dirty  Houses  . . 

18 

35 

Exchange  of  Houses 

71 

82 

Housing  Acts 

888 

1,241 

Infectious  Diseases 

44 

5 

Improvement  Areas 

— 

16 

Overcrowding 

2 

1 

Prospective  Council  Tenants 

136 

130 

Public  Health  Acts 

144 

36 

Standard  Grants  . . 

279 

484 

Sub-letting  of  Council  Houses 

36 

60 

Vacated  Council  Houses  . . 

112 

87 

Verminous  Premises  (All  Insect  Pests)  . . 

27 

50 

Discretionary  Grants 

. . 

1 

16 

3 


Interviews  and  Meetings 

1965 

352 

1966 

347 

Knackers  Yard  . . 

79 

47 

Miscellaneous  Visits 

480 

520 

Nuisances : — 

General 

57 

43 

Smoke 

16 

6 

Noise 

22 

16 

Offensive  Trades 

192 

129 

Offices  and  Shops  Act  . . 

358 

238 

Petroleum 

33 

33 

Pet  Shops 

— 

1 

Refuse : — 

Storage 

554 

551 

Disposal  . . . . . . 

49 

180 

Rodent  Control : — 

Private 

364 

224 

Agricultural 

328 

199 

Commercial 

283 

317 

Local  Authority 

139 

178 

Sanitary  Accommodation : — 

Public 

40 

4 

Cinemas  and  Places  of  Entertainment 

24 

5 

Sewage  Works  . . 

2 

10 

Shops  Act 

12 

14 

Streams,  etc’ 

12 

14 

Water  Supplies  . . 

13 

9 

Sampling: — 

Milk  - Food  and  Drugs  . . 

42 

52 

Milk  - Biological  . . 

15 

7 

Ice  Cream  - Bacterial 

154 

153 

Water  - Bacterial  . . 

20 

7 

Water  - Chemical  . . 

5 

2 

Others 

96 

103 

Scrap  Metal  Dealers 

5 

13 

IMPROVEMENTS  CARRIED  OUT  UNDER  THE 
PUBLIC  HEALTH  AND  HOUSING  ACTS 

Houses  - Internal 

Baths  replaced  . . 

. . 

— 

1 

Coppers  repaired 

• • 

— 

1 

Doors  repaired,  renewed  or  rehanged 

• • 

9 

11 

Door  furniture  renewed 

• • 

7 

— 

Fireplaces : — 

Cooking  ranges  repaired  or  renewed 

. • 

7 

11 

Fireplaces  repaired  or  renewed  . . 

8 

5 

Floors  and  joists  repaired  or  renewed 

• . 

15 

18 

4 


1965 

1966 

Gas  pipes  and  taps  renewed  . . 

— 

1 

Plasterwork  of  walls  renewed  . . 

22 

17 

Plasterwork  of  ceilings  renewed 

18 

18 

Sashcords  renewed 

18 

14 

Handrail  to  staircase  refixed  . . 

5 

2 

Cooking  facilities  provided 

Sinks : — 

— 

1 

Renewed 

9 

1 

Sink  waste  pipes  repaired . . 

3 

3 

Wash  hand  basins  renewed 

— 

1 

Skirting  boards  renewed 

2 

5 

Taps  repaired  or  renewed 

Water  Supplies: — 

4 

3 

Back  boiler  renewed 

1 

— 

Ball  valve  renewed . . 

1 

1 

Pipes  repaired  or  renewed 

7 

8 

Cylinders  renewed  . . 

1 

1 

Wiring  renewed  . . 

1 

— 

Houses  - External 

Air  grate  renewed 

— 

2 

Bath  waste  pipes  repaired  or  renewed 

3 

1 

Boundary  walls  repaired 

— 

5 

Chimney  flashings  repaired 

11 

8 

Chimney  pots  repaired  or  reset 

3 

1 

Chimney  stacks  repointed  or  rebuilt  . . 

9 

6 

Doors  and  thresholds  repaired  or  renewed  . . 

9 

11 

Door  furniture  repaired  or  renewed  . . 

6 

11 

Dampness  of  walls  abated 

14 

36 

Eaves  spouts  repaired  or  renewed 

16 

17 

Gable  walls  repaired 

1 

1 

Rain  water  fall  pipes  repaired  or  renewed  . . 
Roofs: — 

7 

6 

Bay  window  roofs  repaired  or  renewed  . . 

5 

3 

House  roofs  repaired 

22 

18 

Verge  fillet  renewed  . . 

Windows : — 

— 

5 

Reveals  repointed  . . 

8 

11 

Frames  repaired  or  renewed 

16 

24 

Fasteners  renewed  . . 

7 

4 

Cills  repaired  or  renewed  . . 

— 

2 

Walls  repointed  . . 

11 

10 

Yard  paving  renewed  . . 

4 

8 

Dustbins  renewed 

480 

557 

Closets 

Cisterns  renewed 

2 

3 

Eaves  spouts  repaired  . . 

4 

4 

5 


Water  pipes  repaired,  renewed  or  replaced 
Plasterwork  of  walls  renewed  . . 
Plasterwork  of  ceilings  renewed 
Pedestals  renewed 
Roofs  repaired  . . 

Seats  renewed 
Walls  repointed  . . 

Floors  repaired  . . 

Windows  repaired 
Doors  renewed  . . 

Rain  water  fall  pipes  renewed  . . 

Stop  taps  repaired  or  renewed . . 

Fuel  Stores 

Eaves  spouts  repaired  . . 

Roofs  repaired  . . 

Walls  repointed  . . 

Doors  renewed  . . 

Walls  repaired  . . 

Rain  water  pipes  repaired  or  renewed 

Drains 

Cleansed  . . 

Repaired  . . 

Inspection  chamber  covers  renewed  . . 
Ventilation  pipes  repaired  or  renewed 

Shops 

Doors  repaired  . . 

Walls  and  ceilings  redecorated. . 

Washing  facilities  provided  or  improved 
Water  closets : — 

Hand  washing  notices  fixed 

Redecorated 

Seats  renewed 

Windows  repaired  or  renewed. . 

Worn  floor  covering  renewed  . . 
Ventilation  provided  or  improved 
Forecourts  re-surfaced  . . 

Accumulation  cleared  . . 

Damp  walls  treated 
Eaves  spouts  cleansed  . . 

Provision  of  food  covers 
Drains  cleansed  . . 

Equipment  repaired  or  renewed 
Equipment  cleaned 
General  cleaning 


1965 

15 


4 

3 

6 

1 


2 

1 


1966 

8 

3 

3 

5 

13 

3 

4 
1 
1 
1 


3 

2 

3 

1 


3 

13 

3 

1 

2 


154  155 

4 1 

1 2 

5 4 


4 

7 


1 

3 

1 


1 

1 


1 

1 

1 

1 

1 

2 

2 

1 

1 

1 


1 

1 

1 

1 

1 

1 

1 
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Public  Houses  and  Clubs 

Cellars  cleansed  or  redecorated 
Walls  and  ceilings  redecorated 
Worn  floor  covering  renewed  . . 
Dampness  abated 
Plasterwork  renewed 
Washing  facilities  provided 
Water  closets: — 

Ventilation  provided 
Artificial  light  provided  . . 
Floors  repaired  or  renewed 
Doors  repaired  . . 

Walls  repointed  . . 

Air  bricks  provided 

Factories  Act,  1937  - 1961 

Sanitary  accommodation  provided 
Water  closets: — 

Artificial  light  provided  . . 
Cleansed  and  redecorated . . 

Seats  renewed  or  repaired 

Caravan  Sites 

Urinal  flush  pipes  repaired 
Sanitary  accommodation  redecorated 
Doors  repaired  or  renewed 

General 

Premises  cleared  of  rats  and  mice 


1965  1966 


1 

2 

2 

1 

1 

3 

1 

3 

1 

1 

2 


1 

1 

1 

1 


2 1 


3 

1 


1 

3 


3 

4 
1 


179  162 


Work  Carried  Out  on  Default  of  Owners 

Repairs  were  effected  at  one  house  in  1965  at  a cost  of 
£201  17s.  Od.,  and  at  one  house  in  1966  at  a cost  of  £215  Os.  Od., 
after  service  of  statutory  notices  and  failure  of  the  owners  to  do 
the  work. 

Property  Repairs 

There  is  considerable  difficulty  in  obt  ining  contractors  to 
do  repair  work  but  there  has  been  little  difference  in  the  matters 
outstanding  at  the  end  of  each  year.  In  some  instances  damage 
caused  by  colliery  subsidence  has  complicated  the  situation  as 
far  as  completion  of  repairs  is  concerned. 

Rent  Act,  1957 

No  applications  have  been  received  under  the  Rent  Act, 
1957,  for  Certificates  of  Disrepair. 
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HOUSE  PURCHASE  AND  HOUSING  ACTS,  1959  and  1964 


Standard  Grants 

1965 

1966 

No.  of  Applications : — 

Owner/Occupiers  . . 

28 

27 

Tenanted  Houses  . . 

38 

49 

Number  Approved : — 

Owner/Occupiers  . . 

28 

27 

Tenanted  Houses  . . 

38 

49 

No.  of  Completed  Works  . . 

115 

58 

£ s. 

d. 

£ 

Amount  paid  in  Grants 

..  7,242  14 

1 

1,857 

Average  grant  per  house 

63  0 

0 

77 

Amenities  Provided 

1965 

1966 

Fixed  bath  in  a bathroom 

36 

43 

Fixed  shower  in  a bathroom 

. . — 

— 

Wash  hand  basin 

64 

49 

Hot  water  supply  system 

63 

50 

Water  closet  in  the  dwelling 

113 

58 

Larder  provided . . 

27 

38 

During  1965  there  was  a much  increased  number  of  applica- 
tions for  standard  grants,  particularly  from  owners  of  tenanted 
houses.  In  the  main,  they  were  for  National  Coal  Board  houses, 
who  will  soon  have  modernised  all  the  property  owned  by  the 
Board.  It  is  regrettable,  however,  that  the  National  Coal  Board 
are  not  acquiring  the  property  at  present  on  lease  in  order  that  the 
whole  estate  in  the  New  Village  can  continue  to  be  controlled  as 
one  complete  unit. 

Discretionary  Grants 

No  application  was  made  for  discretionary  grant. 

Improvement  Areas 

Preliminary  surveys  were  made  at  Toll  Bar,  towards  the  end 
of  1965,  with  a view  to  declaring  improvement  areas.  Two  areas 
were  declared  in  1966 -No.  1 Area  embracing  Alpha  Street, 
Ad  wick  Avenue  and  Ad  wick  Lane,  and  No.  2 Area  consisting  of 
Esk  Terrace  and  Marton  Road.  Improvement  notices  have  been 
served  and  the  opportunity  was  also  taken  to  serve  repair  notices 
in  order  that  all  the  works  may  be  done  at  the  same  time. 

Representations  have  also  been  received  in  respect  of  five 
houses  not  in  improvement  areas. 

PROSECUTIONS 
Food  and  Drugs  Act,  1955 

Proceedings  were  taken  for  four  offences  under  the  Food 
and  Drugs  Act,  1955.  The  results  were  as  follows: — 

(a)  For  the  sale  of  a fruit  and  malt  loaf  in  a mouldy  condi- 
tion. A plea  of  “guilty”  was  entered  and  a fine  of  £5  with 
£5  5s.  Od.  costs  imposed. 
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(b)  For  the  sale  of  a steak  and  kidney  pie  in  a mouldy  condi- 
tion. A plea  of  “guilty”  was  entered  and  a fine  of  £5  on 
each  of  the  two  principals  and  £5  5s.  Od.  costs  was 
imposed. 

(c)  For  the  sale  of  a sausage  roll  in  a mouldy  condition.  A 
“not  guilty”  plea  was  entered.  The  magistrates  dismissed 
the  case  but  did  not  allow  the  defendent  costs. 

(d)  For  the  sale  of  milk  21*3%  deficient  in  milk  fat.  A plea 
of  “guilty”  was  entered  and  a fine  of  £5  was  imposed 
plus  costs. 

In  addition  to  these  prosecutions  the  following  cases  were 
reported  to  the  Council : — 

(a)  a carton  of  peas  containing  a steel  nut. 

(b)  a blowfly  in  a bottle  of  mineral  water. 

(c)  string  in  a wrapped  sliced  loaf. 

(d)  mould  in  pork  pies, 

(e)  mould  in  sausage  rolls. 

In  each  instance  the  Council  instructed  that  a warning  be  sent 
to  the  vendor. 


SANITARY  CIRCUMSTANCES  OF  THE  AREA 


Water  Supply 

Seven  samples  were  taken  for  chemical  analysis  and  all  were 
of  good  organic  purity. 

Twenty-two  samples  were  taken  for  bacterial  test  and  all  were 
satisfactory. 

The  following  is  a copy  of  the  report  of  a sample  taken  of  the 
public  water  supply. 


Chemical  Examination  (parts  per  million) 
Total  Solids 
Chloride  . . 

Alkalinity  as  CaC03 
Total  Hardness  . . 

Temporary  Hardness  . . 

Lead,  Copper,  Zinc 
Iron 

Manganese 
Free  Ammonia  . . 

Albuminoid  Ammonia  . . 

Nitrous  Nirtogen 

Nitric  Nitrogen  . . 

pH  


240 

30 

140 

130 

130 

Nil 

0-1 

Nil 

0*01 

0-01 

Nil 

3-7 

8-0 


At  the  end  of  1966  there  were  only  four  houses  not  on  public 
supply. 
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Closet  Accommodation  and  Cesspools 

There  is  an  increase  in  the  number  of  water  closets  in  the  area, 
more  houses  having  both  an  internal  and  external  water  closet. 
This  is  due  mainly  to  the  operation  of  improvement  grants.  The 
position  with  regard  to  cesspools  remained  the  same,  arrange- 
ments being  made  with  the  Doncaster  Rural  District  Council  to 
empty  them  at  the  owners’  expense.  The  co-operation  of  the 
Doncaster  Rural  District  Council  is  very  much  appreciated,  in 
particular  the  prompt  attention  given  to  requests  for  service. 

Cleansing  of  Drains 

The  drains  serving  private  property  continued  to  be  cleared 
on  behalf  of  the  owners  upon  payment  of  a reasonable  charge. 

Municipal  Dustbin  Scheme. 

This  scheme  commenced  in  April  1951  and  had  thus  been  in 
operation  sixteen  years.  The  total  number  of  bins  distributed 
throughout  this  period  is  9,638  - an  average  of  602  bins  per  annum. 
The  average  life  of  a bin  is  in  the  region  of  10 J years  and  the 
average  expenditure  over  the  period  £920  per  annum,  thus  the 
scheme  costs  less  than  a half-penny  rate  per  annum.  The  average 
rateable  value  of  dwellings  within  the  district  is  £45  and  it  can  be 
seen  that  the  average  charge  per  dwelling  is  Is.  8d.  per  annum, 
compared  with  the  permissable  maximum  charge  of  7s.  6d.  per 
annum.  During  1965  four  hundred  and  eighty  bins  were  issued 
and  during  196^6  five  hundred  and  fifty-seven  were  issued.  In  the 
first  fifteen  years  of  the  scheme  2,295  houses  have  had  two  bins, 
381  have  had  three  bins,  11  have  had  four  bins  and  1 has  had 
five  bins. 


Verminous  Properties 

The  following  properties  were  treated  for  vermin: — 


Type  of  Vermin 

Council  I 

Properties 

Private  P 

roperties 

1965 

1966 

1965 

1966 

Ants  . . 

48 

67 

2 

2 

Bugs  . . 

2 

5 

1 

3 

Flies  . . 

2 

5 

1 

1 

Woodworm  . . 

7 

5 

2 

— 

Blackclocks  . . 

4 

3 

5 

23 

Redmite 

16 

— 

— 

1 

Bees  and  Wasps 

7 

— 

— 

1 

Earwigs 

19 

7 

1 

— 

Silverfish 

— 

1 

— 

1 

Spider  Beetle  . . 

— 

— 

— 

1 

Crickets 

— 

1 

— 

— 

Clover  Mite  . . 

1 

' 
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Rodent  Control 

There  has  been  no  serious  infestation  dealt  with  during  the 
period.  A survey  of  the  sewers  in  1966  showed  them  to  be  free 
from  infestation.  The  free  service  for  all  types  of  property  has 
continued  and  there  has  been  no  undue  demands  on  the  service. 


Details  of  Rodent  Control 


No.  of  properties  inspected  as  a result  of 

1965 

1966 

notification 

306 

342 

No.  of  such  properties  infested  . . 

160 

141 

No.  of  properties  inspected  on  survey  . . 
No.  of  such  properties  found  to  be  in- 

25 

32 

fested 

19 

21 

Total  No.  of  infested  properties  . . 

179 

162 

Total  inspections  and  re-inspections 

740 

721 

Total  treatments  and  re- treatments 

416 

499 

Atmospheric  Pollution 

The  department  continued  to  take  part  in  the  National  Survey 
of  Atmospheric  Pollution  on  behalf  of  the  Ministry  of  Technology 
and  the  results  are  tabulated  below. 

The  Council  were  represented  at  the  Standing  Conference  of 
Co-operating  Bodies  by  the  Chairman  of  the  Lighting,  Streets  and 
Public  Health  Committee  and  the  Chief  Public  Health  Inspector 
at  the  meetings  held  each  year  in  London  in  May  and  November. 

An  Order  was  made  in  April,  1965,  for  the  application  within 
the  district  of  the  provisions  of  Section  27  of  the  West  Riding 
County  Council  (General  Powers)  Act,  1964,  prohibiting  the 
emission  of  dark  smoke  from  industrial  premises,  not  being  smoke 
from  a chimney. 

Clean  Air  Act,  1956 

One  notification  was  received  in  respect  of  the  installation 
of  a furnace  for  prior  approval  and  this  was  granted. 

Plans  were  submitted  in  respect  of  one  installation  with  a new 
chimney.  This  was  approved. 
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INVESTIGATION  OF  ATMOSPHERIC  POLLUTION 
ANALYSES  1965  AND  1966 


Month 

Rain 

in 

Inches 

Insoluble 
Deposit 
Tons  per 
Sq.  Mile 

Soluble 
Deposit 
Tons  per 
Sq.  Mile 

Total 
Solids 
Tons  per 
Sq.  Mile 

Sulphur 
mg/ 100 
square 
cms/day 

1965 

January 

1-692 

11-954 

5-421 

17-375 

2-15 

February 

0-268 

10-668 

2-155 

12-823 

1-36 

March  . . 

1-95 

8-61 

7-23 

15-84 

1*65 

April 

1-61 

12-58 

7-09 

19-67 

1-42 

May 

1-97 

13-171 

5-004 

18-175 

0-837 

June 

2-5 

11-19 

7-23 

18-42 

0-729 

July 

2-36 

10-88 

5-84 

16-72 

0-69 

August  . . 

2-2 

15-22 

6-25 

21-27 

0-59 

September 

4-35 

8-14 

9-04 

17-18 

1-0 

October . . 

0-64 

7-57 

3-82 

11-39 

1-18 

November 

0-003 

9-00 

14-18 

23-18 

1-75 

December 

1-25 

5-49 

7-37 

12-86 

2-56 

Average  per 

month  1965 

1-733 

10-369 

6-719 

17-075 

1-328 

Average  per 

month  1964 

1-89 

7-45 

5-12 

12-57 

1-38 

1966 

January  . . 

0-48 

10-08 

5-21 

15-29 

2-15 

February 

0-41 

19-18 

7-92 

27-10 

1-89 

March  . . 

0-58 

9-90 

6-36 

16-16 

2-15 

April 

3-74 

6-30 

8-30 

14-60 

1-40 

May 

1-45 

24-91 

4-66 

29-57 

0-86 

June 

3-06 

10-56 

7-09 

17-65 

0-78 

July 

2-58 

5-14 

5-35 

10-49 

0-86 

August  . . 

2-53 

1-29 

4-38 

5-67 

0-75 

September 

1-34 

2-71 

2-43 

5-14 

1-64 

October  . . 

2-95 

6-26 

5-35 

11-61 

1-01 

November 

2-42 

3-72 

5-00 

8-72 

1-84 

December 

3-27 

7-12 

5-42 

12-54 

2-16 

Average  per 
month  1966 

2-68 

8-93 

5-61 

14-54 

1-33 
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Caravans 

There  were  seven  licensed  caravan  sites  and  one  Showman’s 
Guild  site  at  the  end  of  1966  with  a total  of  206  caravans.  Most 
of  the  caravans  are  accommodated  on  three  sites  which  provide 
a high  standard  of  amenity  and  are  well  run. 

Itinerant  van  dwellers  using  road  side  verges  continue  to  come 
into  the  area  for  short  periods  but  it  was  not  necessary  to  take 
legal  action.  The  majority  of  these  travellers  are  co-operative  and 
move  on  request. 

There  are  seven  areas  where  Orders  under  the  West  Riding 
County  Council  (General  Powers)  Act,  1951,  are  in  force. 


Offensive  Trades 

Bone  Boiler  . . 1 

Rag  Store  . . . . . . . . 1 

The  feeding  stuffs  manufacturing  plant  was  the  cause  of 
numerous  complaints,  particularly  during  the  late  summer  and 
autumn  period  each  year,  despite  intensive  effort  on  the  part  of  the 
company.  The  installation  in  1965  of  new  fume  condensing 
equipment  was  not  satisfactory  and  in  1966  considerable  additional 
equipment  was  installed  with  only  moderate  success.The  sealing  off 
of  the  cooker  equipment  was  also  carried  out  in  1966  and  new 
chlorination  plant  installed. 

During  the  period  the  feeding  stuffs  were  tested  as  a final 
product  and  in  the  process  of  manufacture.  Two  hundred  and  three 
samples  were  taken  for  bacterial  examination  and  one  hundred 
and  sixty  were  satisfactory.  The  unsatisfactory  samples  had  the 
following  salmonella  organisms  isolated. 


S.  Give 

1 

S.  Coryalis 

4 

S.  Livingstone 

6 

S.  Typhimurium 

3 

S.  Oranienburg 

4 

S.  Worthington 

2 

S.  Binza 

2 

S.  Falkensee  . . 

1 

S.  Eimsbuttel 

8 

S.  Anctum 

3 

S.  Muenchen 

1 

S.  Gaatum 

1 

S.  Senftenberg 

1 

S.  Montevideo 

1 

S.  Eastbourne 

1 

S.  Lexington 

1 

S.  Tennessee 

1 

Unidentified  . . 

2 

S.  Butantan.. 

1 
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THE  OFFICES,  SHOPS  AND  RAILWAY  PREMISES 

ACT,  1963 


Table  A - Registrations  and  General  Inspections 


Class  of  Premises 

No.  of 
premises 
registered 
during  year 

Total  No. 
of  registered 
premises  at 
end  of  year 

No.  of  regis- 
tered premises 
receiving  a 
general 
inspection 
during  year 

1965 

Offices 

28 

27 

15 

Retail  shops 

112 

104 

75 

Wholesale  shops, 
warehouses 

3 

3 

1 

Catering  establish- 
ments open  to  the 
public,  canteens 

12 

12 

Fuel  storage  depots 

Nil 

Nil 

— 

Totals  . . 

155 

146 

91 

1966 

Offices 

7 

34 

. 27 

Retail  shops 

7 

106 

94 

Wholesale  shops, 
warehouses 

2 

5 

4 

Catering  establish- 
ments open  to  the 
public,  canteens 

12 

12 

Fuel  storage  depots 

— 

— 

— 

Totals.. 

16 

157 

137 

Table  B - Number  of  Visits  of  all  Kinds  by  Inspectors 
to  Registered  Premises 


1965  241 

1966  238 
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Table  C - Analysis  of  Persons  Employed  in  Registered 
Premises  by  Workplace 


No.  of  Persons 

Employed 

Class  of  Workplace 

1965 

1966 

Offices  . . 

164 

209 

Retail  shops 

285 

273 

Wholesale  departments  and  warehouses 

42 

60 

Catering  establishments  open  to  the 

public  . . 

67 

73 

Canteens 

— 

— 

Fuel  storage  depots 

— 

— 

Total  Males 

200 

240 

Total  Females 

358 

375 

Total  

558 

615 

Table  D - Exemptions 

There  were  no  exemptions  granted  under  Parts  I - IV  of 
Table  D. 


Table  E - Prosecutions 

There  were  no  prosecutions  instituted  under  the  Act.  Author- 
ity was  given  in  1966  for  prosecution  in  one  instance  but  after 
legal  consultation  it  was  decided  to  advise  the  Council  not  to 
proceed  with  the  case. 

Report  on  General  Inspections 


Dntrayentions 

1965 

1966 

Section  4 - Cleanliness 

19 

4 

Section  5 - Overcrowding 

5 

— 

Section  6 - Temperature — 

Lack  of  thermometers  . . 

51 

21 

Inadequate  heating 

6 

7 

Section  7 - Ventilation  . . 

9 

6 

Section  8 - Lighting 

10 

3 

Section  9 - Sanitary  accommodation — 

Labelling . . 

— 

1 

Sufficient . . 

3 

— 

Absence  of  ventilated  space 

2 

3 

Artificial  lighting 

28 

10 

Defective . . 

— 

4 

Decoration 

17 

5 

15 


Section  10-  Washing  facilities. . 

1965 

22 

1966 

7 

Section  1 1 - Drinking  water  . . 

3 



Section  12-  Accommodation  for  clothing,  etc. 

9 

5 

Section  13-  Sitting  facilities  . . 

8 



Section  14  - Seats  for  sedentary  workers 

1 



Section  15  - Eating  facilities  . . 

1 

1 

Section  16-  Floors,  passages  and  stairs 

26 

8 

Section  17-  Dangerous  machinery 

2 

— 

Section  24  - First  aid  . . 

47 

1 

Section  50  - Information  for  employees 

6 

14 

Summary 

Premises  which  comply  in  all  respects 

47 

92 

Premises  which  fail  to  comply  in  all  respects  of — 

1 Item 

21 

21 

2 items 

20 

13 

3 items 

17 

11 

4 items 

22 

5 

5 or  more  items  . . 

15 

8 

It  will  be  observed  that  in  1965  out  of  142  premises  receiving 
a general  inspection  only  47  complied  with  the  Act  in  all  respects 
whilst  in  1966  out  of  150  premises  92  complied  with  the  Act. 

Accidents 

One  accident  was  reported  in  1965  and  twelve  accidents  were 
reported  in  1966.  All  were  investigated  and  there  was  no  necessity 
for  further  action. 

Lighting  Standards 

During  the  last  three  months  of  1965  one  hundred  and  one 
premises  were  inspected,  of  these  seventeen  were  office  premises 
and  these  incorporated  thirty-six  separate  office  units. 

It  was  self-evident  that  the  majority  of  the  shop  premises 
had  insufficient  natural  lighting  as  most  of  them  resorted  to  the 
use  of  artificial  lighting  throughout  the  day,  particularly  in  the 
selling  areas.  This,  in  the  main,  could  be  attributed  to  the  fact 
that  the  natural  source  was  cut  off  either  by  window  displays  of 
goods  and  advertising  posters  or  because  the  window  area  was 
completely  partitioned  off. 

Nevertheless,  though  the  use  of  artificial  means  provided 
a reasonable  average  reading,  there  were  many  instances  of  wide 
variations  in  the  standard  of  lighting  at  different  points  in  these 
selling  areas. 

The  intensity  of  light  in  the  storerooms,  stairs,  passages,  etc., 
varied  somewhat  according  to  the  type  of  premises,  but  the  pattern 
seemed  to  be  one  of  quite  good  standards,  either  natural  or  arti- 
ficial, in  the  modern  shop  and  super-market  but  reduced  standards 
in  the  older  type  house  and  shop,  and  lock-up  shop,  readings 
varying  from  0-20  lumens/sq.  ft. 
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With  regard  to  offices,  which  were  generally  small  units,  the 
intensity  of  illumination  was  thought  to  be  reasonable,  although 
as  with  shops  this  was  largely  effected  by  the  use  of  artificial 
means.  Natural  lighting,  particularly  with  respect  to  licensed 
betting  offices,  being  quite  inadequate. 

Unsatisfactory  lighting  was  encountered  in  some  of  the  older 
public  houses  where,  due  to  lay-out,  and  design  and  positioning 
of  fittings,  natural  lighting  was  almost  totally  excluded  in  some 
rooms  and  the  artificial  means  available  left  much  to  be  desired. 
In  one  instance,  no  reading  of  more  than  10  lumens/sq.  ft.  was 
obtainable. 

No  specific  recommendations,  in  terms  of  lumens,  have  been 
given,  but  where  there  has  been  total  lack  of  lighting,  occupiers 
have  been  required  to  provide  suitable  means  and  in  cases  of  poor 
lighting  they  have  been  advised  that  improvements  will  have  to 
be  carried  out. 

Excessive  glare  was  noted  in  two  establishments,  one  having 
an  overall  intensity  of  70  lumens  and  stock  consisted  of  domestic 
electrical  appliances  giving  a vast  number  of  reflective  surfaces. 
The  other  was  due  to  white  tiled  walls  where  the  intensity  was 
40  lumens.  These  observations  were  by  naked  eye  only  and  no 
standards  were  used  to  assess  the  glare. 

LICENCES  AND  REGISTRATIONS 
Petroleum  Acts 

Forty  licences  in  1965  and  forty-two  licences  in  1966  were 
issued  for  the  storage  of  petroleum. 


Rag,  Flock  and  Other  Filling  Materials  Act,  1951 

The  premises  of  two  firms  are  registered  for  upholstery  work. 


West  Riding  County  Council  (General  Powers)  Act,  1951 

Number  of  Registrations 

Food  Hawkers — 

1965 

1966 

(a)  Premises  . . 

11 

11 

(b)  Hawkers — 

General  grocery 

9 

9 

Butchers 

16 

18 

Ice  cream  . . 

8 

9 

Bread  and  confectionery  . . 

5 

5 

Grocei'y  and  greengrocery 

4 

5 

Greengrocery 

14 

14 

Fish  . . 

4 

6 

Hot  dogs 

1 

1 

Hairdressers’  premises — 

(a)  Ladies 

19 

19 

(b)  Gentlemen 

9 

9 

17 


1965 


1966 


Scrap  Metal  Dealers  Act,  1964 

No.  of  Dealers  registered 16  13 

No.  of  Stores  registered  . . . . . . 4 4 

No.  of  Orders  in  operation  under  Section  3 — 3 

Hackney  Carriages 

No.  of  Drivers  licensed  . . . . . . 5 7 

No.  of  Carriages  licensed  . . . . . . 2 3 


During  June,  1965,  the  Byelaws  in  respect  of  Hackney  Car- 
riages were  amended  to  permit  an  increase  in  fares  for  distance. 
These  had  been  unchanged  since  1955.  The  new  rates  came  into 
operation  on  the  1st  January,  1966. 

SUPERVISION  OF  THE  FOOD  SUPPLY 
Slaughterhouses  Act,  1958 

One  slaughterhouse  and  one  knacker’s  yard  continued  to  be 
licensed  for  use.  The  provision  of  a refrigerated  cooling  and 
hanging  room  in  addition  to  the  existing  deep  freeze  room  has 
improved  considerably  the  slaughterhouse  facilities.  During  1966 
this  slaughterhouse  was  approved  for  the  export  of  meat  to  the 
Common  Market  countries. 

Meat  Inspection  Regulations  1965  1966 

Special  Notices  from  Slaughterhouses  . . 226  233 

The  amount  of  slaughtering  increased  considerably  in  1965 
but  no  serious  problems  have  arisen.  It  is  anticipated  that  there 
will  be  further  increases  in  the  number  of  animals  slaughtered. 
The  number  of  cases  of  cysticercus  bovis  in  1965  increased  to  11 
whilst  in  1966  there  were  20  cases  found.  These  were  subjected  to 
refrigeration  and  released. 

Slaughter  of  Animals  Acts,  1933-1958 

Humane  slaughtering  of  all  animals  is  in  force  throughout 
the  district  and  no  evidence  of  cruelty  has  been  found. 

1965  1966 

No.  of  Slaughtermen’s  licences  issued  . . 17  14 

Hydatid  Research 

Co-operation  with  the  Department  of  Parasitology  and 
Entomology  of  the  University  of  Liverpool  continued  in  the  study 
of  hydatid  disease  during  the  early  part  of  1965.  Since  then  there 
have  been  no  further  requests  for  specimens. 

Milk  Sampling 

Under  the  West  Riding  County  Council’s  scheme  the  Inspec- 
tors of  this  authority  carry  out  the  sampling  of  milk  for  chemical 
analysis.  In  1965,  thirty-seven  samples  were  taken  and  all  but  one 
were  genuine.  The  result  of  prosecution  in  this  instance  is  recorded 
previously  in  this  report.  Enlightenment  as  to  how  this  deficiency 
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arose  points  out  the  care  required  by  milk  retailers  using  refrigera- 
ted milk  dispensers  in  food  premises.  In  this  case  the  practice 
was  for  milk  to  be  delivered  in  ten-gallon  churns  which  were 
placed  in  a refrigerator  until  required.  When  the  counter  dispenser 
needed  replenishing,  this  was  done  by  transferring  the  milk  from 
the  churn  with  a stainless  steel  bucket  - obviously  without  agita- 
tion of  the  milk.  As  a result,  some  customers  received  what  was 
literally  pure  cream  and  some  nearly  skimmed  milk.  This  practice 
has  now  ceased  and  a propellor  type  agitator  and  milk  pump 
has  been  provided  for  direct  transjference  of  the  milk  from  the 
churn  to  the  dispenser. 

In  1966,  fifty-two  samples  were  taken  and  all  were  genuine. 


Registration  of  Food  Preparing  Premises 

Manufacture  of  lollipops 
Wholesale  store  for  ice  cream 
Retailers  of  ice  cream  and  lollipops 
Preparation  or  manufacture  of  sausage, 
potted,  pickled,  pressed  or  preserved  foods 


1965  1966 

1 — 

1 — 

89  92 

26  28 


The  wholesale  store  for  ice  cream  and  the  lollipop  factory 
closed  down  during  1965. 


Food  Hygiene  (General)  Regulations,  1960 

The  hygiene  of  food  premises  has  been  maintained  at  a 
reasonable  level.  During  1965,  six  hundred  and  sixty-four  visits 
were  made  during  the  year  to  all  types  of  food  premises  and  food 
vans  retailing  within  the  district.  In  1966,  seven  hundred  and 
fifty-four  visits  were  made. 


No.  of 
Premises 

Premises 
fitted  to 
comply 
with  Regu- 
lation 16 

No.  of 
Premises 
to  which 
Regulation 
19  applies 

Premises 
fitted  to 
comply 
with  Regu- 
lation 19 

Food  shops  . . 

95 

92 

87 

86 

Fish  and  chips 

13 

13 

13 

13 

Fishmonger  . . 

1 

1 

1 

1 

Public  Houses 

and  Clubs . . 

23 

23 

23 

23 

Bakehouses  . . 

2 

2 

2 

2 

Cafes,  Can- 

teens,  etc.  . . 

10 

10 

10 

10 

Butchers 

17 

17 

17 

17 

Food  Factory 

2 

2 

2 

2 
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Sampling  of  Food  for  Bacterial  Test 


Ice  Cream  - Grading  on  Methylene  Blue  Test 

1965 

1966 

Grade  1 105  99-06%\ 

Grade  2 1 0-94%/  100% 

128 

1 

97-6  %\ 
0-8%/ 

98-4% 

Grade  3 Nil 

1 

0-8  %\ 

1-6% 

Grade  4 Nil 

1 

0-8%/ 

106 

131 

Lollipops 

1965 

1966 

No  coliform  bacteria  present 

20 

22 

Coliform  bacteria  present  . . 

Nil 

Nil 

20 

22 

Fresh  Cream 

No  coliform  bacteria  present 

3 

— 

Coliform  bacteria  present  . . 

Nil 

Nil 

3 

— 

Total  Samples 

Ice  cream 

106 

131 

Lollipops 

• • 

20 

22 

Fresh  cream  . . 

3 

— 

129 

153 

Meat  and  Food  Inspections 

1965 

1966 

Visits  to  slaughterhouse 

• • 

258 

233 

Inspections  of  meat  and  other  foods 

266 

261 

Number  of  condemnations  . . 

285 

367 

Animals  Slaughtered 

Horses  . . 

427 

380 

Cows  . . 

71 

132 

Bullocks  and  heifers  . . 

1,037 

1,161 

Bulls  . . 

1 

— 

Calves  . . 

20 

27 

Pigs 

51 

231 

Sheep  . . 

259 

837 

1,866  2,768 
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Condemnations 


Bullocks — 

Carcases  and  offal 
Livers  . . 

Head  and  tongue 
Hearts  . . 

Lungs  . . 

Kidneys 

Forequarter  and  loin 

Hindleg 

Side 

Calves — 

Carcases  and  offal 
Kidneys 
Lungs  . . 

Livers  . . 

Horses — 

Carcases  and  offal 
Livers  . . 

Kidneys 
Lungs  . . 

Spleen  . . 

Flank  . . 

Foreleg 

Heifers — 

Carcases  and  offal 
Livers  . . 

Flank  and  side 
Kidneys 
Lungs  . . 

Heads  and  tongues 
Brisket  and  flank 

Cows — 

Carcases  and  offal 
Lungs  . . 

LFdders. . . . 

Livers  . . 

Kidneys 
Hindquarters  . . 

Side 

Top 


1965  1966 

lbs.  lbs. 


2,450  2,300 

467  708 

232  322 

12  6 

112  84 

2 4 

100  20 

10  50 

200  — 


1,180  900 

2 — 

3 — 

3 — 


2,400  13,100 

1,452  1,280 

17  2 

190  60 

7 — 

— 10 

— 10 


1,270  1,640 

132  179 

8 70 

1 — 

34  48 

84  181 

50  — 


15,350  28,920 

34  14 

35  89 

77  158 

2 18 

120  505 

200  — 

— 50 
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Pigs— 

Carcases  and  offal 
Lungs  . . 

Livers  . . 

Udders . . 

Head  and  tongue 
Kidneys 
Hearts  . . 
Hindquarters  . . 
Forelegs 

Bulls — 

Carcases  and  offal 

Sheep — 

Livers  . . 

Lungs  . . 

Fruit  - 625  tins  . . 
Meat  - 13  tins 
Flour  - 2 bags 
Peaches 
Sausage 


1965 

lbs. 


1966 

lbs. 


1,120 

20 

13 

10 

29 
6 
1 

30 


1,310 

50 

18 

38 

7 

17 

50 

10 


275 


2 7 

— 1 

586  — 

8 17 

86  — 

136  — 

2 — 


28,560  52,276 
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Carcases  and  Offal  Inspected  and  Condemned  in  Whole 

or  in  Part 


1965 

Cattle 

excl. 

Cows 

Cows 

Calves 

Sheep 

and 

Lambs 

Pigs 

Horses 

Number  Killed 

1,038 

71 

20 

259 

51 

427 

Number  Inspected 

1,038 

71 

20 

259 

51 

427 

All  Diseases  except  Tuber- 
culosis AND  CySTERCERCI 
Whole  carcases  condemned 

15 

34 

11 

7 

1 

Carcases  of  which  some  part 
or  organ  was  condemned 

89 

10 

4 

2 

16 

153 

Percentage  of  the  number  in- 
spected affected  with  disease 
other  than  Tuberculosis  and 
Cystercerci 

1001 

61-97 

75-0 

0-77 

43-92 

36-06 

Tuberculosis  Only 

Whole  Carcases  condemned 

3 

Carcases  of  which  some  part 
or  organ  was  condemned 

2 

Percentage  of  the  number  in- 
spected affected  with  Tuber- 
culosis   

3-92 

0-71 

Cysticercosis 

Carcases  of  which  some  part 
or  organ  was  condemned 

11 

Carcases  submitted  to  treat- 
ment by  refrigeration 

11 

Generalised  and  totally 
condemned 

— 

— 

— 

— 

— 

— 

1966 

Number  Killed 

1,161 

132 

27 

837 

231 

380 

Number  Inspected  . . 

1,161 

132 

27 

837 

231 

380 

All  Diseases  except  Tuber- 
culosis AND  Cystercerci 
Whole  carcases  condemned  , . 

12 

69 

13 

13 

21 

Carcases  of  which  some  part 
or  organ  was  condemned 

118 

30 

7 

37 

138 

Percentage  of  the  number  in- 
spected affected  with  disease 
other  than  Tuberculosis  and 
Cystercerci 

1M9 

75-0 

48-14 

0-88 

21-64 

41-84 

Tuberculosis  Only 

Whole  carcases  condemned  . . 

_ 

Carcases  of  which  some  part 
or  organ  was  condemned 

2 

3 

_ 

Percentage  of  the  number  in- 
spected affected  with  Tuber- 
culosis . . . . . . . . 

0-17 

1-29 

Cystercercosis 

Carcases  of  which  some  part 
or  organ  was  condemned 

20 

Carcases  submitted  to  treat- 
ment by  refrigeration 

18 

_ 

_ 

- - 



Generalised  and  totally 
condemned 

— 

— 

— 

— 

— 

— 
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MILK 


Samples  for  Brucellosis  and  Biological  Test 

Raw  Milks  - 6 samples  taken  in  each  year. 


Negative 

Positive 

1965 

1966 

1965 

1966 

Brucellosis 

5 

4 

1 

2 

Tuberculosis  . . 

6 

6 

— 

— 

HOUSING  ACT,  1957 


Clearance  Areas 

During  1965,  the  occupants  of  the  three  clearance  areas 
reported  in  1964  were  all  rehoused  by  June  and  the  sites  cleared 
in  August.  No  further  areas  were  declared  in  1965.  In  1966  an  area 
of  fourteen  houses  at  Ainthorpe  Road,  Toll  Bar,  was  declared 
and  a Compulsory  Purchase  Order  for  the  dwellings  confirmed 
in  1967. 

Houses  Made  Fit 

In  1965  action  was  completed  in  respect  of  93  houses.  Eighty- 
five  were  done  by  informal  action  and  eight  after  the  service  of 
statutory  notices.  In  one  instance  the  work  was  done  by  the  local 
authority  in  default  of  the  owner. 

In  1966  action  was  completed  in  respect  of  69  houses;  fifty- 
nine  inform.ally  and  10  after  statutory  notice.  Again,  at  one  house 
work  was  done  by  the  local  authority. 

Overcrowding 

No  action  was  taken  in  respect  of  overcrowding 
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